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Journal 
Difiece of Legislative Counsel 


Monday 1b February 1959 


1. Pursuant te arrangements made with Mr. Boyd Crawford, 
Staff Director, House Foreign Affairs Committee, a courier picked up 
from thes Committee the transcript of the hearings before the Committee 
by the State Department on Wodnesday, February U., 1959. This was a 
briefing on the Current World Situation by Hon. Livingsten Merchaat, 
Assistant Secretary of State for European Affairs, accompanied by 
Hoa. William B. Macember, Jr., Asalstant Secretary af State for 
Congressional Relations. 


2. Mise Pat Mielke, secretary te Mr. Maurice Stans of the 
Bureau of the Budget, called te say that Mr. Stans and Mr. Reger Jones 
would come to the Agency for lunch on February 24th at 1:00 P. M. prior 
to their briefing at 2:00 P. . 


3. Mises Stack, Secretary te Senster Eugene J. McCarthy, B., Minn.) 
was telephoned te ace if the Senator could come to the Agency for lunch 
on Friday, 20 February. After checking with the Senator, Mise Stack 
called back to say the Senator could come on Friday and he could be picked 
ap at the Senate Cifice Building at 12:30 P.M. on Friday. We informed 
Mies Stack that we would telephone later in the week to make definite plans 
on exactly where to pick up Senator McCarthy, 


4. General Cabell telephoned in connection with the Journal item 
of 12 February 1959 in which I queried Ken BeLieu as to whether or act 
General Twining's office could review the transcript of the CIA appearance 
vafore the Johnson Cammittes on 4 February 1959. Mr. BeLien's reply 
was that he would prefer that DOD make the request of the Committee and 
wubsequently Capteia Gray in General Twining’s office wae so advised. 
General Cabell stated the Director indicated this was un undesirable 
precedent for us to check back with the Comrmittee prior to making it 
available to ancther executive department. General Cabell was informed 
that this ts the existing caste: and precedent and in fact most cemmittess 
would, in my opinion, regard this ae their perspective since the transcript 
is theives taken in cxecutive session and may wall indicate viewpoints eicher 
by questions or statements ef various committer: members. 


5. in discussing preparations for the Kilday Subcommittee briefing, 
the Director telephoned Representative George H. Mahon to advise him of the 
mew CIA ae F e 8d 0b ad Nc f Aue b t ir review 
of certain aspects of CIA appropriations and other fiscal matters. 


